A-190 — Old  Pieshytenan  Meeting  House,  Alexandria,  Va.  Erected  1774 


The  churchyard  which  adjoins  the  church 
holds  the  remains  of  many  of  Washington's 
closest  friends,  as  well  as  the  tomb  of  the 
Unknown  Revolutionary  Soldier.  The  Meeting 
House  contains  the  oldest  pipe  organ  in 
America. 
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